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PAGE 01 HELSIN 00452 031520Z 

44 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 COME-OO OES-05 /031 W 

126128 

R 031443Z MAR 75 
FM AMEMBASSY HELSINKI 
TO SECSTATE WASHDC 8356 

UNCLAS HELSINKI 0452 

E.O. 11652: N/A 

TAGS: OGEN, EIND, ETRD, TBIO FI 

SUBJECT: FDA ADVISORY - IN VITRO DIAGNOSTIC REAGENT 

REF: STATE 042181 

THE EMBASSY HAS CONTACTED THE TWO FINNISH FIRMS MENTIONED 
UNDER REFERENCE I.E. ORION PHARMACEUTICALS AND YLIOPISTON 
APTEEKKI. BOTH FIRMS INFORM US THAT LETTERS HAVE BEEN 
RECEIVED. ORION HAS RECEIVED THE LETTEROF DECEMBER 30, 

1974 AND YLIOPISTON APTEEKKI GOT THE LETTER OF JANUARY 6, 

1975. 
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Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 042181 
Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUN 2003 by MarshK0>; APPROVED <20 FEB 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY - IN VITRO DIAGNOSTIC REAGENT 
TAGS: OGEN, EIND, TBIO, ETRD, FI, I E ORION PHARMACEUTICALS 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



